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MR. Mayor,  Aldermen,  Ladies  and  G-cntlemen, 


I present  for  your  consideration  iqy  report  for 
the  year,  1957* 


1 

G-.B.  Hopkins, 


MEDICAL  OFFICER  OF  HEALTH 


253 


SUMMARY  OF  VITAL  STATISTICS 

1957. 

Area  ( in  acres)  

Population  as  estimated  by  Registrar  General  (mid  1957)* 3310* 


Total  number  of  inhabited  houses  at  3V12/57 1157* 

Rateable  value,  at  1st  April,  1957 £46,245* 

Product  of  Penny  Rato,  at  1st  April,  1957 £180*6.8d. 


LIVE  BIRTHS. 

. 50. 

STANDARD  RATE 

Total 

Male. 

Female. 

B landlord.  England  & 

Administrative 

Legitimate. . 
Illegitimate 

..  48 

..  2 

20 

1 

28 

1 

Wales. 

County. 

50 

21 

29 

15.6  16.1 

14.1 

There  were  no  stillbirths 

, during 

tho  year. 

DEATHS 

. 53 

STANDARD  RATE  ...... 

Total 

Male. 

Female. 

B landlord.  England  & 
Wales. 

Administrative 

County. 

All  Causes. 

53 

25 

28 

12.2  11.5 

11.9 

DEATHS 

There  were  no  deaths  of  infants  under  one  year  of  age* 
Deaths  .from:  - 


Cancer  (all  ages).......  8 

Measles....... 0 

Whooping  cough 0 

Diarrhoea  (under  2) 0 


SECTION  A 

NATURAL  Aim  SQC IAL~  CQNDIT  IONS . 

Area . . . 253  acres. 

Population *3310 . 

The  population  declined  by  90  since  1956*  a sharp  fall  as  compared  to 
the  average  decline  of  6l+  per  year  over  the  previous  four  years. 

MATEPdIAL  MORTALITY  - There  were  no  maternal  deaths. 

NATIONAL  ASSISTANCE  ACT,  1948 

No  action  was  taken  for  the  removal  of  any  old  persons  in  need  of  care  and 
attention  during  the  year-. 

Comparability  factors  applied: - 
Births 1*03. 


Deaths 


0.76 


SECTION  B 

PUBLIC  HEALTH  LABORATORY 

The  Public  Health  Laboratory  service  at  Dorchester  continues  to  give  the 
district  generous  service.  The  Laboratory  undertakes  the  bacteriologies1 
examination  of  water,  milk,  ice  cream  and  other  foods.  It  also  examined 
specimens  for  diagnosis  in  the  case  of  infectious  or  suspected  infectious 
diseases. 


AMBULANCE  SERVICE. 

The  Ambulance  Service  of  the  district  is  under  the  jurisdiction  of 
the  Dorset  County  Council,  operating  day  and  night  from  Castlcman  House. 
This  service  also  covers  the  Rural  District. 

MATERHITY  AND  CHILD  WELFARE  SERVICES . 

The  Dorset  County  Council  provide  an  ante-natal  clinic  and  an  infant 
welfare  clinic  once  a fortnight.  These  are  held  in  the  Congregational 
Hall. 

HOKE  HELP  SERVICE. 

The  County  Home  Help  Scheme  has  provided  a service  in  Blandford  and 
surrounding  district.  It  is  doing  excellent  vvork. 


SECTION  C 

PREVAJANCE  OP  AND  CONTROL  OVER  INFECTIOUS  AND  OTHER  DISEASES. 


Measles 

cases 

notified 

Scarlet  fever 

ii 

ii 

Whooping  Cough 

it 

it 

Pneumonia 

ii 

ii 

Tuberculosis 

it 

tt 

Pood  poisoning 

n 

ii 

SECTION  G - Contd. 


Food  Poisoning 

The  two  cases  of  food  poisoning  notified  occurred  in  one  family. 
The  probable  cause  was  a mutton1 stew  which  had  been  kept  for  a day 
but  there  was  none  left  to  submit  to  bacteriological  examination. 


Tub  erculosis. 

At  the  end  of  the  year,  the  number  of  cases  in  the  Tuberculosis 
Register  was  as  follows: - 


FUIMOMRY 

Male*. 7 

Female. . . . . 8 
15 


NON  -HJIMONARY 

Male 1 

Female. . >—JL 

J± 


mm 


FEMALE 


SECTION  JD 

STATISTICAL  TABLES  - ~ 1957* 

Causes  of  Death 


1. 

2, 

3. 

4. 

5. 

6. 

7. 

8. 
9. 
1C. 
11. 
12. 

13. 

14. 

15. 

16. 

17. 

18. 

19. 

20. 
21. 
22. 

23. 

24. 

25. 

26. 

27. 

28, 

29. 

30. 


Tuberculosis,  respiratory 

Tuberculosis,  other 

Syphilitic  disease 

Diphtheria. 

Whooping  cough 

Meningococcal  infections 

Acute  poliomyelitis . . 

Measles 

Other  infective  and  parasitic  diseases. . 

Malignant  neoplasm,  stomach. 

Malignant  neoplasm,  lung,  bronchus 

Malignant  neoplasm,  breast 

Malignant  neoplasm,  uterus 

Other  malignant  and  lymphatic  neoplasms ■ 

Leukaemia,  aleukaemia 

Diabetes. 

Vascular  lesions  of  nervous  system 

Coronary  disease,  angina 

Hypertension  with  heart  disease 

Other  heart  diseases. 

Other  circulatory  disease 

Influenza . 

Pneumonia. 

Bronchitis 

Other  diseases  of  respiratory  system.... 

Ulcer  of  stomach  and  duodenum 

Gastritis,  enteritis  and  diarrhoea 

Nephritis  and  nephrosis 

Hyperplasia  of  prostate 

Prognancy,  childbirth,  abortion 


1 

1 

1 

5 

4 

2 

1 

1 

3 

1 


21 


/ 


1 

1 

3 

5 

l 

ll 


t 


l 


23 


C/FWD.. .. 


Causes  of  Death 


MULE 


PEM2LE 


21 

23 

31. 

Congenital  malformations. 

- 

32. 

Other  defined  and  ill-defined  diseases... 

3 

33. 

Motor  vehicle  accidents 

1 

34. 

All  other  accidents... 

1 

35. 

Suicide 

- 

36. 

Homicide  and  operations  of  war.... 

- 

TOTALS. . . . 

. . . . 25 

28 

notidl^ble;  deeases-1957 

_ Notifications  in  Age  C-roups. _ 

DISEASE.  Under  1.  1.  2»  3.  4.  5.  10.  15*  20.  _35.__  4 5?.  65  and  over,  Totals. 


Measles. ....  3 9 10  lb  19  96  .3  2 - JLf>8 

Whooping 

cough 2 Jj.  ___  5 A . _J?_  - - _ _ 20 

Sc^let 

f£  >r - - - - 3 JL 1 J5 

Pn  e union  ia. . . - -------  - - - - 1 2 3 

Tuberculosis..  - - --  --  --  --  1 1 1 


Pood 

poisoning 


2 


2 


REPORT  OFTHE  BOROUGH_ MGIMEER  L SURVEYOR  MD  PUBLIC  HEAITII  INSPECTOR 
' " ' for'  THE  YEAR.-. . . . ~1957 


r 


Mr.  Mayor,  Ladies  and  Gentlemen, 

I herewith  respectfully  submit  my  report  for  the  year 
ending  31st  December,  1957* 

The  report  is  compiled  as  in  previous  years  and  comprises 
statistical  information,  and  my  observations  and  recommendations. 

I should  once  more  like  to  place  on  record  my  appreciation 
of  the  part  time  assistance  given  me  by  Mr.  F.T.  Wilson,  the  Council's 
Clerk  of  Works,  and  would  express  the  hope  that  when  the  Council' s house 
building  programme  comes  to  a close,  Mr.  Wilson' s services  are 
transferred  wholly  to  my  department. 


I remain, 

Your  obedient  servant, 
W.E.  Ramm. 


Borough  Engineer,  Surveyor  and  Public  Health 
Inspector. 


SECTION  JL 


-sRecord  of  Visits  and  Inspections . 


Clerk  of  Works  during  the  period  1st  January,  1957  to  31st  December,  1957,  inclusive: - 

In  connection  with.  Number  of  Visits  and  Inspections* 

Water  Undertaking. 250. 

Sewerage  Works  and  Sewers. 43 

Swimming  Baths 89 

Recreation  Grounds  and  Gardens  including  Milldown,  Allotments  and  Marsh  & Ham.  180 
Municipal  Buildings,  Council  Yard,  Mortuary,  Markot  and  Public  Conveniences...  118 

Refuse  Service  and  Tip 44 

Council  Houses 1,006 

Infectious  Diseases  and  Pood  Poisoning  cases  investigated  and  visits  in 

connection  therewith, 5 

Highways. 179 

Building  Byelaws  and  Town  Planning 143 

Food  Premises  and  Food  including  Ice  Cream  Premises  and  Dairies. 20 

Petroleum  Installations. 25 

Public  Health  Acts 131 

''Housing  Acts, 63 

-Factories 9 

Other  visits  not  classified.. 93 

Action  Taken  under  Acts  of  Parliament. 


No.  of  Informal  Notices  served. 22 

No.  of  Informal  Notices  complied  with,, 11 

No.  of  Statutory  Notices  served Nil 

No.  of  Statutory  Notices  complied  with Nil 


Factories  Act  and  Regulations* 

No.  of  Informal  Notices  served........ 

No.  of  Informal  Notices  conx^lied  with. 

No.  of  Statutory  Notices  served 

No.  of  Statutory  Notices  complied  with 

Housing  Acts . 

No.  of  Informal  Notices  served. 

No.  of  Informal  Notices  complied  with. 

No.  of  Statutory  Notices  served 

No.  of  Statutory  Notices  complied  with 


3 

3 

Ni"1 


3 

3 

Nil 

Nil 


Food  and  Drugs  Act s and  Regu lat ions • 

No.  of  Informal  Notices  served. 1 

No.  of  Informal  Notices  complied  with 1 

Water  Acts. 

No.  of  Informal  Notices  served  or  owners  notified 5 

No.  of  Informal  Notices  complied  with 6 

No.  of  Statutory  Notices  served 6 

No.  of  Statutory  Notices  complied  with 6 


SECTION  11  / 

Water  Undertaking 

The  lowest  level  in  the  boro  hole  during  the  abstraction  year  was  4-6  foot 
in  October,  1937?  and  in  the  shallow  wells  9 foot  6 ins.  in  October, 1957 • 
These  lcvols  arc  slightly  higher  than  either  tho  1954-55  or  the 
1955-56  abstraction  years. 

Since  the  serious  trouble  with  the  Tangyo  engine  in  September,  1956, 
tho  onginc  has  run  vory  well  indoed. 


Blandford  St.  Mary  Pufcping  Station  has  given  little  trouble  during  tho 
year  and  is  still  operating  approximately  8 hours  per  day. 


Water  Undertaking  (Contd) 

The  total  amount  of  water  pumped  during  the  abstraction  year  from  1st  Novomber,  1956 
to  31st  October,  1957  > was  129,696900  gallons,  slightly  less  than  last  year. 


A +otal  of  52  water  samples  have  been  taken  during  the  year  and  submitted  for 
B leriological  examination  to  the  Public  Health  Laboratory  at  Dorchester* 


Satisfactory 51 

Suspicious Nil 


Unsatisfactory....  1 

Samples  of  water  for  Chemical  Analysis  have  also  been  submitted  to  Arthur  S.  Carlos,  B.Sc. 
(Lond)  F.R.I.C.  Public  Analyst. 

The  following  are  copies  of  the  Analyst  ' s Reports  (abbreviated) 

Blandford  St.  Mary  Pumping  Station  - 7t_h  December , 1957 

I hereby  certify  that  I have  examined  the  above  mentioned  samples  with  the  following 


results: - (as  parts  per  million) 

Ammonia,  free 0.126 

Ammonia  Albuminoid. 0.061 

Nitrites. 0.01 

N3  ■‘■rates,  as  Nitric  Nitrogen $*32 

Oi.  gen  absorbed  in  15  mins,  at  80  dcg.F ' 0*10 

Oxygen  absorbed  in  4 hours  at  80  deg.  F 0.24 

Chlorine 23,0 

as  Sodium  Chloride 37*90 

Hardness,  temporary 254,0 

Hardness,  permanent. 6.0 

Hardness,  total 248.0 

Total  Solids. 481.0 

pH  value 7.9 


Metals:-  Iron,  cooper,  load,  zinc  absent. 

Apperanco:-  Colourless  and  clear. 

Odour:-  None. 

Free  Chlorine. 

$ 

Remarks:-  This  is  a satisfactory  analysis.  The  water  is  of  good  organic 
purity  and  moderately  hard  in  character. 

The  above  results  show  no  sign  of  pollution  and  in  my  opinion  the  water  is 
very  suitable  for  drinking  and  domestic  purposes. 


12th  December,  1957* 


Arthur  S.  Carlos. 

Public  Analyst • 


Bla_ck  Lane,  Pumping  Station  - 7 1 h D c c omb or , 1957 
I hereby  certify  that  I have  examined  the  above  mentioned  samples 
following  results:-  as  parts  per  million. 

Ammonia,  free . . 

Ammonia,  Albuminoid 

Nitrites. 

Nitrates,  a.s  Nitric  Nitrogen 

Oxygen  absorbed  in  15  mins,  at  80  deg.  F 

Oxygen  absorbed  in  four  hours  at  80  deg.  F.. 

Chlorir.o. 

as  Sodium  Chloride. 

Hardness,  temporary.. 

Hardness,  permanent 

Hardnoss,  total 

Total  Solids 

pH  value 


with  the 


. 0,035 
,.  0.042 
. 0.01 
. 4..  4.6 
. 0.21 
. 0.34 
•35.0  , 
. 4-1.20  ( 
220.0 
6.0 

214.0 

398.0 
7.9 


Metals:  Iron,  copper,  lead,  zinc  absent. 

Appearance:  Colourless  and  clee.r. 

Odour:  None 
Free  Chlorine: 


Remarks^  This  is  a clear  bright  water  of  high  organic  purity*  It  is  moderately 
hard  in  character  but  the  majority  of  the  hardness  would  be  removed  by  boiling,  as  it  is 
of  a temporary  nature* 

) The  results  give  no  indication  of  any  pollution  and  in  my  opinion  the  water 

is  very  suitable  for  both  drinking  and  domestic  purposes* 

12th  December,  1957*  Arthur  S.Garlos  B.  Sc.(Lond) 

__ _ Public  Analyst* _ 

Black  Lane  Pumping  Station  - 7th  December,  1,957* 

I hereby  certify  that  I have  examined  the  above  mentioned  samples  with  the  following 
results:-  as  parts  per  million. 


Ammonia,  free . 0.073 

Ammonia,  Albuminoid 0.044 

Nitrites. 0.01 

Nitrates,  as  Nitric  Nitrogen. ....  2*75 

Oxygen  absorbed  in  15  mins,  at  80  deg.  P < 0.20 

Oxygen  absorbed  in  4 hours  at  80  deg.  P. 0*63 

Chlorine .28.0 

.as  Sodiuki  Chloride ,46.14 

H4  *ness,  temporary. 214.0 

Hardness,  permanent. 4*0 

Hardness,  total . 210.0 

Total  Solids. 401.0 

pH  value 8.1 

Me  cals:  Copper,  lead,  zinc,  iron  absent. 

Appearance:  Colourless  and  Clear. 

Odour:  None. 

Free  Chlorine. 


REMARKS:  - This  is  a water  <8f  good  organic  purity,  clean  and  bright  in 
appearance  and  of  moderate  hardness. 

The  above  results  show  no  sign  of  pollution,  and  in  my  opinion  the  water  is  very 
suitable  for  both  drinking  and  domestic  purposes^ 

12th  December,  1957 • * i 

.Arthur  S.  Carlos.  B.  Sc.(Lond) 

_ _ ___  Public  Analyst « __  

The  Bryanston  Park  including  the  School  and  houses  in  the  Park  were  cut  off  from 
the  Town’s  supply  in  January,  1957,  and  supplied  by  the  Rural  District  Council. 
Tho  approximate  number  of  premises  now  on  supply  are: - 

Borough  of  Blandford  Forum*.. • 1,202 
Blandford  Rural  District.* ....  677 


Sewerage  and  Sower  Disposal 

The  sewage  disposal  works  have  functioned  reasonably  well  with  the  usual 
attention  and  maintenance.  As  the  sewage  effluent  analysis  report  below 
indicates,  however,  the  effluent  is  far  from  satisfactory  and  fails  to  comply 
with  the  requirements  of  the  Royal  Commission  on  Sewage  Disposal. 

After  receiving  the  undermentioned  report,  I made  a special  check  on  the 
plant  and  after  a very  thorough  clean  out  of  tanks  etc.,  a further  sample  was 
submitted  which  although  of  better  quality  than  the  first,  failed  to  come  up  to 
the  required  standard.  There  is  no  doubt  that  the  plant  is  overloaded  and  it  is 
very  necessary  that  something  will  have  to  be  done  in  the  very  near  future  to 
improve  the  effluent  which  is  discharged  into  the  river. 

Before  any  capital  works  can  bo  recommended  for  consideration  there  are  certain 
investigations  of  sowers  and  plant  to  be  completed.  I much  regret  that  my 
1957  programme  prevented  any  advance  being  made  upon  the  work  of  investigation 
which  I started  in  1956.  Withn  my  1958  programme  steadily  growing  I can  see 


little  chance  of  improving  upon  my  1957  efforts.  However,  I can  assuro  the  Council  that 
every  effort  will  be  made  in  this  direction. 

The  following  is  a copy  of  the  Public  Analyst’ s report  on  a sample  of  sewage  of fluent 
ar  }.t  will  be  seen  that  the  Analyst  comments  adversely  upon  it. 

Blandi'ord  Sewage  Works  - 7th  December,  1957 

I hereby  certify  that  I have  examined  the  above  mentioned  samples  with  the  following  results’ 


as  parts  per  million. 

Ammonia,  Free. . 17*08 

Ammonia  albuminoid 4*04 

Nitrites..... .•  0.07 

Nitrates,  as  Nitric  Nitrogen 21.38 

Oxygen  absorbed  in  4 hrs  at  80  deg.F... 35*1 

Chlorides 90.0 

Suspended  Solids 114.0 

Dissolved  solids 591*0 

Total  solids .705*0 

pH  value 8.0 


Incubator  Closed  Tost:- 

Oxygon  absorbed  in  3 mins*  before  incubation 

Oxygpn  absorbed  after  5 days  incubation 

Co^.)ir  after  incubation  

Odour  after  incubation. 

Dissolved  oxygen  absorbed  in  5 days 

Copper 

Impurity  Figure 

HcGowans  Figure 

Percentage  oxidatipn  of  the  Nitrogen 


10*7 

..............  6.4 

.......  unchanged. 

slightly  earthy. 

83.0 


37.8 


50.77 


Remarks: - This  effluent  is  very  unsatisfactory  and  fails  to  comply  with  the  requirements 
of  the  Royal  Commission  on  Sewage  Disposal.  The  suspended  solids  and  dissolved  oxygen 
absorbed  in  5 days  oxceed  the  limit  recommended  by  84.0  and  63.0  parts  per  million, 
respectively. 


Contd 


• • • • 


Further,  the  oxidation  of  the  Nitrogen  af  the  effluent  is  very  low  and  the  quantity 
of  free  ammonia  very  high  and  could  render  the  effluent  toxic  to  fish  on  discharge 
into  a stream* 


12th  December,  _1957* 


Arthur  S*  Carlos*  B.  Sc*(Lond) 
Public  nalyst. 


Maintenance  work  on  the  public  sewers  has  been  carried  out  as  usual  and  59  blockages  have, 
been  cleared  by  the  Council' s workmen. 


5 • Highways. 

The  following  work  has  been  carried  out  during  the  year  on  the  Borough  maintained 
highways:  - 

Elizabeth  Hoad  '"Part)  Patching  and  surface  drossing  paths. 

Barnes  Close  " 

Elizabeth  Road  (East  End)  } 

Hunt  Road  (Part)  ) 


Gent  Close. 
Carter  Close. 
Alexandra  Street. 


) 


Surface  dress  Highways. 


There  are  now  3«043  miles  of  highway  maintained  by  the  Council.  Of  this  total 
2,255  miles  are  within  the  Borough  and  *788  miles  in  the  Rural  District. 

There  were  166  street  lights  (all  types)  at  31st  December,  1957* 


C 


6*  The  refuse  service  has  worked  smoothly  during  the  year  with  few  comxjlaints* 

The  incinerator  was  sold  for  scrap  during  the  year  for  the  sum  of  £52.5*0*  Other 
salvage  material  which  has  been  sold  has  brought  in  a total  of  £86.7*1*  during  the 
year  less  the  usual  bonuses  to  the  workmen. 


Another  tipping  area  has  not  yet  been  selected  and  this  should  bo  done  in  the  near 
future  and  Planning  Permission  obtained  for  its  uso  as  such* 


Contd 


A now  Fordson  Diesel  engined  rofuse  vehicle  was  delivered  in  December  to  replace  the 
Karrier  refuse  vehicle*  It  is  too  early  yet  to  comment  upon  its  'performance  as  compared 
wit1*  thn  TCarr-inr. 


7*  Swimming  Baths* 

The  Swimming  Bath  was  opened  for  the  season  to  the  public  on  the  6th  May,  1957*  and 
closed  again  on  the  12th  September,  1957* 


The  usual  precautions  were  taken  to  ensure  as  far  as  possible  that  the  bath  water  was 
safe  for  bathing* 

A total  of  8 samples  of  bath  water  were  submitted  for  bacteriological  examination  during 
the  season.  All  of  these  were  satisfactory. 


The  attendance  at  the  Baths  during  the  season  was  as  follows: - 

Swimmers:  - Adults. ....  1108  Spectators:  - Adults. 420 

Children. . . 6592.  Children 3^9 

Season  tickets.  (Monthly)  Adults....  Nil*  Children 5& 


These  figures  do  not  include  organised  parties,  i.e.  schools,  swimming  club  etc. 

The  defect  in  the  bath  bottom  gets  progressively  worse  and  it  is  remarkable  that  the  bath 
is  ALII  able  to  be  used.  I only  hope  that  the  proposed  improvements  will  become  a 
rok  Aty  during  1958. _ _ __  _____  

8.  The  Mar  sh  and  Ham 

Another  190  feet  of  stream  has  been  piped  in  during  the  year  and  will  no  doubt  assist 
greatly  in  keeping  the  stream  free  flowing. 

The  Marsh  Car  Park  is  in  a poor  state  and  no  doubt  requires  some  drastic  attention  to 
preserve  the  surface*  Thin  layers  of  tar  macadam  would  in  my  opinion  be  useless  as  they 
would  be  dislodged  by  flooding  anchor  frost. 

The  cost  of  resurfacing  could  be  spread  over  a number  of  years  and  in  this  way  a part  of 
a pre  agreed  scheme  could  be  carried  out  each  year. 


9«  Municipal  Buildings 


The  restoration  work  on  the  Town  flail  was  completed  on  31st  July,  1937,  apart  from 
maintenance. 

10.  Public  Conveniences. 

The  extension  of  the  Public  Conveniences  on  The  Marsh  was  due  to  start  on  the 
1st  January,  1958?  and  in  fact  did  start  on  the  4th. 

11.  Rodent  Control. 


The  following  report  compiled  by  the  Rodent  Officer  is  set  forth  for  your 
information: - 


HUSVAliENCE  OF  E TESTATION  No.  of  properties  in  the  Local  Authority:1  s 

Am  IN  WHICH  3NPESTJLTI0N  WAS  DISCOVERED. 
Infested  by  Rats.  Serious  infestations  of 

Mice, 

Local  Authority  properties. 3 Nil 


Dwelling  houses. 


15. 


Business  premises  (non-agricultural) » . . . __  6 4 

Agricultural  properties. 


1 


Nil 


MEASURES  OF  CONTROL  BY  LOCAL  AUTHORITY 


No*  of  properties 
inspected. 

As  a result  of 
notification  Otherwise* 


No*  of  properties 
treated  by  L.A. 


Local  Authority  properties 1 lie  3 

Dwe  ing  Houses «...  27  2K3  46 

Business  premises(non-agricultural)  2 98  3 

Agricultural  properties.  - 1 

REMARKS  ’ " ' “■*  ~ " 

There  has  not  been  more  than  one  major  rat  infestation  in  the  Borough  during  1957 • All 
infestations  have  been  reported  or  found  and  treated  in  their  early  stages.  The  Refuse 
Tip  has  twice  had  major  infestations  which  have  been  cleared.  Those  parts  of  the  Town 
most  liable  to  rat  infestation  have  been  regularly  surveyed  and  preventive  treatment 
has  been  carried  out  in  the  spring  and  autumn  to  the  "Ministry* s"  satisfaction.  There 
seems  to  be  a very  much  smaller  number  of  "Back  Yard"  poultry  in  the  Town  now  and  therefore 
much  less  attraction  for  rats.  I find  the  public  in  general  are  helpful  and  co-operative. 

G.  Malcora  - Rodent  Officer. 


12.  Housing 

Ta)~ Council  Houses. 

Houses  completed  during  the  year 29 

Houses  started  but  still  under  construction  at  the  close  of  the  year 1 6 

Th<^/\ouncil  houses  completed  are  made  up  as  follows; - 

Tw<V  'adroomed  houses. . 11 

Throe  bedroomod  houses. 1 6 

One  bedrooraed  bungalows. 2 


The  total  number  of  Council  Houses  is  now  378  plus  6 dwellings  owned  but  not  built  by  the 
Council  (old  properties) 

The  following  houses  have  been  painted  externally  during  the  year:- 
Elizabeth  Road. ...  28.  Park  Road. ...  8 

(b)  Private  Houses. 

The  number  of  private  houses  built  and  occupied  during  the  year  was  three. 

( c)  Improvement  Grants. 

A total  of  four  houses  wero  improved  during  the  year  under  the  Housing  Act  Improvement 


Grant  Provisions,  and  havo  boon  rc-classificd  accordingly. 

(d)  Unfit  Houses • 

Pour  houses  have  been  doo.lt  with  during  the  year  under  the  Housing  Act  procedure  for 
dealing  with  unfit  houses.  One  was  condemned  to  demolition  and  in  the  case  of  the  othe( 
three,  undertakings  wore  accoptod  to  render  them  fit  for  human  habitation. 

13.  Workmen 

Thoro  have  been  no  changes  of  workmen  during  the  year. 

1 A.  Building  Byelaws  and  Tov,n  Planning . 

A total  of  (d8  plans  and  proposals  came  before  tho  Council  for  their  consideration  during  tho 
year. 

15.  Petrol  Storage. 

The  number  of  Petroleum  Storage  Licences  issued  by  the  Council  during  the  year  1957  was  14« 

To  date,  in  Blandford,  petrol  storage  tanks  once  they  are  in  tho  ground  have  not  been  further 
tested.  Difference  in  Licencing  Authorities  havo  their  own  ideas  on  the  matter  but  I 
think  most  Petroleum  Officers  would  agree  that  suitable  tests  should  bo  carried  out  after  tho 
tanks  have  been  underground  for  a specified  number  of  years.  The  method  of  test  is  another 
controversial  point. 

Testing  of  the  electrical  equipment  associated  with  petrol  pumps  for  garages  has  been 
another  controversial  matter  for  a few  years  in  this  authority  and  in  others  too. 

Both  the  above  matters  are  to  my  mind  very  serious  and  I intend  to  go  into  them 
thoroughly  during  the  coming  year  with  Petroleum  Officers  of  other  Local  Authorities  and 
others  concerned,  and  to  be  in  a position  to  place  a report  and  recommendations  before  \ - 
well  in  advance  of  the  Licencing  Committee  Meeting  for  1959* 


16 . _ Factories* 

Number  of  Factories  with  Power 43 

Number  of  Factories  without  Power 6 

Number  of  Outworkers  in  district  during  1957 37 


In  my  1956  report  I drew  attention  to  the  necessity  to  issue  Certificates  Adequacy  of 
Means  of  Escape  in  Case  of  Fire  to  certain  typos  of  Factories. 

The  Dorset  County  Fire  Brigado  have  kindly  agreed  to  advise  on  the  issue  of  tho 
Certificates  but  as  yet  havo  been  unable  to  spare  an  officer  to  inspect  with  me. 


3Z*_  Food  and  Pood  promise s» 

('a)  Food  condemned  during  Tear. 

Tinned  Tomatoes* &§•  lbs 

Tinned  pineapples <24  lbs 

Tinned  Baked  Beans 3 lbs 

Tinned  Peas. .............  5^:  lbs 

Tinned  Pears. ........ . . . . 4 lbs 

Tinned  Grape-Fruit  Juice.  2 lbs 

Tinned  Milk * 2 lbs 

. . Tinned- Oranges 1^-  lbs 

T inned  Apricots. ; . ; ij  lbs 


(b)  Meat  and  Fi sh  Condemned  During  Y ear • 


O 


T inned  Ox  Tongue .22  lbs 

Tinned  Corned  Beef 8-t  lbs 

Tinned  Pork  Lunch.Meat. . .lOi  lbs 
Tinned  Mince  Beef  L0af.. 

Tinned  Ham. 102 

Tinned  Stewed  Steak 1 

Tinned  Salmon. 8 

Tinned  Pilchards 6 

Tinned  Grab. . ...........  Tg- 

Top  side  of  Beef 42 


lbs 
lbs 
lbs 
ozs. 
ozs, 
ozs 
lb  s . 


Inspected. 

Condemned. 

Cattle. 

Offal. 

Meat . T .B  0 0 f f al . 

Cows 

13630  lbs. 

2b34  lbs.  1749  lbs. 

Calvos 

T.B.  Meat. 

Sheep 

Part  Carcases. 

8901  lbs 

Pigs 

625U 

Condemned  for  T.B.:- 

Cattle.  104® 

Cows  140.  Pigs.  246 

Whole  Carcasses 

condemned  for  T.B.:- 

3 cattle.  3 

cows.  1 Pig. 

Cysticercosis, 

Carcasses  of 

which  some  part 

or  organ  was  condemned 10 

generalised. 1 


(d) .  List  of  Food  Promises. 

Hotels,  Inns,  Public  Houses  and  Vine  Merchants 21 

Sweet  Shops 13 

Grocers  Shops . * 13 

Cafes  and  Cafes  with  shops 12 

Butchers  and  Cooked  Meat  Shops 7 

Pish  Merchants  and  Pried  Pish  shops. 4 

Green  Grocers  and  Pruit  shops.. 3 

Confectioners  and  Bread  Shops 4 

Bakeries 2 

Ice  Cream  Premises 24 

(e)  Ice  Cream  Premises. 

The  number  of  registered  ice  cream  premises  is  now  24. 

A total  of  11  ice  cream  samples  have  been  submitted  during  the  yoar  to  the  Public 
Health  Laboratory  for  testing  for  cleanliness.  The  results  are  interpreted  by  the 
Bacteriologist  in  Grades  1 to  IV.  Grado  1 Highly  satisfactory.  Grade  11  - 
Satisfactory,  Grade  111  Suspicious.  Grade  IV  - Unsatisfactory. 

The  samples  taken  fall  into  the  following  grades: - 

Grade  1 - 8 . Grado  11  - 3»  Grado  111  - Nil.  Grade  IV  - Nil 


There  were  also  9 iced  lolly  and  lolly  croam  samples  submitted  for  Bacteriological 
test  and  all  these  wore  satisfactory 


18?  Milk  and  Dairies  Acts  and  Regulations. 


No.  of  Registered  Distributors  of  Milk 8 

No.  of  Licences  issued  for  the  sale  of  Special  Designated  Milk 

in  1937 10 


